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Inspection Detail 

Case Status: PENALTY PAYMENT PLAN IN PLACE 

Note: The following inspection has not been indicated as closed. Please be aware that the information shown may change, e.g. violations may be added 
or deleted. For open cases, in which a citation has been issued, the citation information may not be available for 5 days following receipt by the employer 
for Federal inspections or for 30 days following receipt by the employer for State inspections. 


Inspection: 1290582.015 - Dupont Yard, Inc. 


Inspection Information - Office: Savannah 

Nr: 1290582.015 Report ID: 0418400 Open Date: 01/24/2018 


Dupont Yard, Inc. 
4153 Bypass Road 
Homerville, GA 31634 
SIC: 


Union Status: Nonunion 


NAICS: 321113/Sawmills 

Mailing: 4153 Bypass Road, Homerville, GA 31634 


Inspection Type: 

Referral 



Scope: 

Partial 

Advanced Notice: 

N 

Ownership: 

Private 



Safety/Health: 

Safety 

Close Conference: 

01/24/2018 

Emphasis: 

N: Amputate 

Close Case: 


Related Activity: 

Type 

ID 

Safety 


Referral 

1301878 

Yes 


Health 


Case Status: PENALTY PAYMENT PLAN IN PLACE 


Violation Summary 


Serious 

Willful 

Repeat 

other 

Unclass 

Total 

Initial Violations 

1 

1 




2 

Current Violations 

1 

1 




2 

Initial Penalty 

$9,959 

$99,589 

$0 

$0 

$0 

$109,548 

Current Penalty 

$5,000 

$25,000 

$0 

$0 

$0 

$30,000 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 


# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1. 

01001 

Serious 

19100265 C18 I 

07/06/2018 


$5,000 

$9,959 

$0 

08/01/2018 

F - Formal Settlement 


2. 

02001A 

Willful 

19100219 C02 

07/06/2018 


$25,000 

$99,589 

$0 

08/01/2018 

F - Formal Settlement 


3. 

02001B 

Willful 

19100219 F03 

07/06/2018 


$0 

$0 

$0 

08/01/2018 

F - Formal Settlement 


Accident Investigation Summary 

Summary Nr: 102568.015 

Event: 01/17/2018 

Employee Is Injured When Clearing A Wood Conveyor 








On January 17, 2018 at 4:00 p.m. and employee was injured while operating a wood chain conveyor with sprocket wheels . The employee was attempting to 
clear a jammed piece of lumber when their clothes got caught in the rotating shaft and they were pulled onto the conveyor. The employee sustained the 
amputation of two fingers on their right hand, a head laceration, and fractured ribs. 


Keywords: rib, finger, head, jammed, laceration, fracture, conveyor 



Inspection 



Degree 

Nature 

Occupation 

1 

1290582.015 



Hospitalized injury 

Fracture 
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